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9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW,J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203300317 Notice of consideration of issuance of orders authorizing decommissioning
of facility & termination of possession only license.

WEISS.S.H. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post
901216). 92/03/06. 5pp. 61167:306-61167:310.

9203170238 Discusses error identified on Table 9.5-2 of 920218 Itr. Corrected Table
9.5-2 w/proper column titles encl.Values listed in subj colums expressed in mCis.
WAREMBOURG.D.W. Public Service Co. of Colorado. 92/03/10. WEISS.S.H. Non-
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 3pp.
60981:348-60981:350.

9203250033 Forwards application for amend to License DPR-34,reflecting administrative
changes to provide controls & limits appropriate for decommissioning.
CRAWFORD.A.C. Public Service Co. of Colorado. 92/03/19. WEISS.S.H. Non-Power
Reactors,   Decommissioning   &   Environmental   Proj.   Dir.   (Post   901216).   3pp.
61107:145-61107:213.

-9203250038 Application for amend to license DPR-34,revising TS to provide controls &
limits appropriate for decommissioning.

*  Public Service Co. of Colorado. 92/03/19. 4pp. 61107:148-61107:154.

-9203250042 Proposed tech specs re controls & limits appropriate for decommission-
ing.

*  Public Service Co. of Colorado. 92/03/19. 59pp. 61107:155-61107:213.

9203260182 Provides add! info re environ rept suppi for decommissioning as
requested.per 911119 Itr.lnfo provided w/ltr demonstrates that environ impacts of
planned decommissioning activities insignificant.

WAREMBOURG.D.W. Public Service Co. of Colorado. 92/03/20. WEISS.S.H. Non-
Power Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 62pp.
61128:086-61128:147.

9203300386 Notification of 920413 meeting w/util in Rockville.MD to discuss site re-
lease criteria.guidance.closeout survey & sampling plans.

ERICKSON.P.B. Non-Power Reactors, Decommissioning & Environmental Proj. Dir.
(Post 901216). 92/03/25. WEISS.S.H. Non-Power Reactors, Decommissioning & Envi-
ronmental Proj. Dir. (Post 901216). 5pp. 61164:046-61164:050.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037  NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York. Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020. "Inadequate Local Leak Rate Testing."
RQSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203180020 Forwards insp repts 50-267/92-03 & 72-0009/92-03 on 920115- 0229-No
violations or deviations noted.

BEACHAB. Region 4 (Post 820201). 92/03/11. CRAWFORD.A.C. Public Service Co.
Of Colorado. 4pp. 60935:001-60935:014.

-9203180022 Insp repts 50-267/92-03 & 72-0009/92-03 on 920115-0229.NO violations
or deviations noted.Major areas inspected: operational safety verification,monthly
maint observations, bimonthly surveillance observations & ESF sys walkdown,
CONSTABLE.G.L Region 4 (Post 820201). 92/03/11. 10pp. 60935:005-60935:014.

9203300145 Forwards safeguards insp rept 50-267/92-05 on 920225-28-No violations
noted.Areas of concern included poor housekeeping in alarm station work areas &
weakness in protected area detection aids.Details withheld (ref 10CFR73.21).
BEACH.A.B. Region 4 (Post 820201). 92/03/24. CRAWFORD.A.C. Public Service Co.
of Colorado. 4pp. 61199:301-61199:306.

-9203300155    Partially    withheld    insp    rept    50-267/92-05    on    920225-28    (ref
10CFR73.21).No violations or deviations noted.Major areas inspected:physical security
program including.mgt support & audits & protected & vital areas.
MURRAY.B. Region 4 (Post 820201). 92/03/18. 2pp. 61199:304-61199:306.

R. Periodic operating reports & related correspondence

9203200053 Monthly operating rept for Feb 1992 for Fort St Vrain Unit 1.W/920313 Itr.
BLOCK.M.L., WAREMBOURG.D.W. Public Service Co. of Colorado. 92/02/29. 9pp.
61058:352-61058:360.

S. Reportable occurrences, LERs & related correspondence

9203190039 LER 92-002-00:on 920213 & 920216,reactor bldg integrity not
maintained.per TS LCO 4.5.1 due to inadequate procedure & failure to follow
procedure.Truck bay door opening procedure & permit as contained in G-4 revised.W/
920313 Itr.

HOLMES.M.H., WAREMBOURG.D.W., HILLJ. Public Service Co. of Colorado. 92/03/
13. 8pp. 61085:066-61085:075.

Y. Dry Cask Independent Spent Fuel Storage Installations

9203030471 Advises that 911216 mods to ISFSI physical security plan acceptable in
meeting requirements of 10CFR73.50.Paragraph 1.0 of physical security portion of
safeguards App B to License SNM-2504 revised as reflected in encl.
CREED.J.R. Domestic SG & Regional Oversight Branch (Post 881218). 92/02/28.
WAREMBOURG.D.W. Public Service Co. of Colorado. 2pp. 60793:093-60793:094.

9203090012 Authorizes implementation of facility emergency response plan when all
fuel elements removed from facility reactor bldg.Plan must be revised to address long-
term emergency response requirements & independent spent fuel storage.
BEACH.A.B. Region 4 (Post 820201). 92/03/03. CRAWFORD.A.C. Public Service Co.
of Colorado. 3pp. 60832:152-60832:154.

9203170186 Revised Decommissioning Emergency Response Plan.governing emergen-
cy preparedness for plan & ISFSI while plant is being decommissioned.W/920306 Itr.
WAREMBOURG.D.W. Public Service Co. of Colorado. 92/03/06. WEISS.S.H. Non-
Power Reactors. Decommissioning & Environmental Proj. Dir. (Post 901216). 84pp.
60982:198-60982:281.
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F. Security, medical, emergency & fire protection plans

9203090289 Forwards public version of EPIPs.including revs 92-01 to vols B & C.W/
920304 release memo.

HAMPTON.J.W. Duke Power Co. 92/02/10. Document Control Branch (Document
Control Desk). 4pp. 60853:189-60853:263.

-9203090299 Public version of EPIPs.including rev 92-01 to vols B & C.

*  Duke Power Co. 92/02/10. 38pp. 60853:192-60853:263.

9203100194   Forwards  insp   repts  50-269/92-02,50-270/92-02  &  50-287/92-02   on
920113-17 & notice of violation.NRC concerned about violation due to misclassifica-
tion of emergencies or errors in implementing emergency plan.
CLINE.W.E. Region 2 (Post 820201). 92/02/20. HAMPTON.J.W. Duke Power Co. 3pp.
60845:019-60845:037.

-9203100198 Notice of violation from insp on 920113-17.Violation noted: licensee had
not met specific requirements of paragraph 4.1 of compliance manual section 3.5.

*  Region 2 (Post 820201). 92/02/20. 2pp. 60845:022-60845:023.

-9203100202   Insp   repts   50-269/92-02,50-270/92-02  &  50-287/92-02  on   920113-
17.Violation noted.Major areas inspected:emergency preparedness.including review of
programmatic elements, emergency plan/implementing procedures & facilities.
SALYERS.G. Region 2 (Post 820201). 92/02/20. 14pp. 60845:024-60845:037.

9203120280 Rev 9 to Crisis Mgt Plan Implementing Procedure EDA-4, "Off-Site Dose
Projections for Oconee Nuclear Station." W/ 920306 Itr.
HARRIS,R.EM TUCKER.H.B. Duke Power Co. 92/02/26. 28pp. 60925:256-60925:283.

9203130096 Rev 42 to "Crisis Mgt Plan for Nuclear Stations," including 3 illustrated
booklets   on   how   to   react   in   emergency   for   distribution   to   residents   near
Oconee.McGuire & Catawba Nuclear Stations.W/920306 Itr.
TUCKER.H.B. Duke Power Co. 92/03/01. 69pp. 61082:026-61082:094.

9203240286 Forwards public version of Rev 92-01 to emergency plan & Rev 92-02 to to
Vol B (EPIPs).consisting of Change 9 to CP/1/A/2002/04C,Change 8 to CP/2/A/
2002/04C 4 Change 6 to CP/3/A/2002/04C & revised station chemistry manual.
HAMPTON.J.W. Duke Power Co. 92/03/03. Document Control Branch (Document
Control Desk). 2pp. 61068:229-61069:120.

-9203240329 Public version of Rev 92-01 to emergency plan.
BARRON.H.B. Duke Power Co. 92/03/02. 129pp. 61068:231-61069:120.

9203310119 Informs that review of emergency response data sys implementation plan
submitted 911024 provides basis for acceptable implementation at facility.
MATTHEWS.D.B. Project Directorate II-3. 92/03/24. TUCKER.H.B. Duke Power Co.
4pp. 61194:124-61194:127.& 50-265/92-03 on 920105- 0218.No
